Special human running speed

Maximum recorded speed:
 44.72 km/h (27.79 mph)
 World record 100 m sprint: 9.58 seconds, which is about 10.44 meters/second (23.35 mph, 37.58 km/h). 
                            His fastest footspeed during that sprint was 12.42 meters/second (27.79 mph, 44.72 km/h) 
                            during the 60 m to 80 m interval.